
$325,063 


Average Active Price of a Residential 
Listing at the end of 2018. 

Up 8.7% from 2017. 



2017 


B. 


Total Sold Residential Listings for 2018 
Up 2.3% from 2017. 


[ C. " 


D. 1 

$239,622 


38 

Average Residential Listing Sold Price in 


Sold Residential Listings Average Days 

2018. 


on Market in 2018. 

Up 7% from 2017. 


Down 9.5% from 2017. 


397 

Active Residential Listings at the end of 
2018. 



Down 26% from the end of 2017. 



This representation is based in whole or in part on data supplied by the Black Hills Association of REALTORS® or its Multiple Listing Service for the periods as 
shown. Neither the Association nor its MLS guarantee, or is in any way, responsible for its accuracy. Data maintained by the Association or its MLS may not 
reflect all real estate activity in the market. 

























